EDWARD     II
his treatment deteriorated, and finally in 1327 he was assassinated in a most barbarous and ingenious fashion. Edward II was an indolent and rather pathetic figure who had been neglected in childhood and as a result was far too easily influenced by the worthless company that he displayed an uncanny skill in selecting. Had he been born in a more settled age he would most likely have died in his bed after a reign in which it is improbable that he would have accomplished very much either for good or evil. As to his morals, much is suspected but little known. However, to presume, as some have done, that his moral code was high, on the evidence of his reported remark that after first seeing his wife he found himself unable to like another woman, is to overlook a certain ambiguity inherent in that rather improbable utterance.